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5.  Iii the Battle of the Nile, which
was fought to prevent Napoleon reach-
ing   India,   Nelson  was  wounded  and
carried off the deck to be attended to
by the doctor.

6.  But when the doctor left a sailor
whose wounds he was dressing, Nelson
said : " No, I will take my turn with my
brave fellows.'"'

7.  The French had planned to invade
England, and had got a very large army
ready to cross.

8.  But whilst they waited for their
fleet to come and protect the army and
help in the crossing, Nelson caught the
French ships in Trafalgar Bay.

9.  As the English ships got into their
places  for the  fight Nelson  gave   his
famous signal:  "England expects every
man to do his duty/'

10.  It was Nelson's last fight.    As he
stood oil the deck of his ship doing his
duty, watching, cheering, and directing,
he was shot.